ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT  F-B-3/ VEHICLE # 3. 


DATE 05-19-15 
OFFICER 1 C. MOONEY # 124 
OFFICER 2 Z. SHAMOAN # 143 
SUPERVISOR. REYES 
R 
1200 BRIEFING; ALL EQUIPMENT CHECK OUT IN GOOD 
WORKING ORDER. 
1300/13 BUSINESS CHECK AT 1810 CAHUENGA ( THE 711 
10 STORE ). WE SPOKE TO EMPLOYEE BRALLIO. 
1320/13. HELD BY A CITIZEN IN THE 6400 BLOCK OF 
30 HOLLYWOOD BLVD. REGARDING A 415 SUBJECT. WE 
ADVISED THE R/P. THE SUBJECT LEFT THE LOCATION. 
1335/13. BUSINESS CHECK AT THE PUBLIC PARKING AT 
45 HOLLYWOOD AND ARGYLE. WE SPOKE TO EMPLOYEE 
VIVIAN. ALL CHECKED OK. 
1350/13. BUSINESS CHECK AT 6561 HOLLYWOOD BLVD. ( THE 
40 METRO P.C. ). WE SPOKE TO EMPLOYEE ALAN. ALL 
CHECKED OK. 
1400/14 RADIO CALL AT 5873 HOLLYWOOD BLVD. (TOMMY’S ) 
15 REGARDING A 415 SUBJECT INSIDE OF THE LOCATION. 
WE SPOKE TO THE R/P. THE 415 SUBJECT WAS G.O.A. 
1515/15 CODE-7 SHARKEY’S. 
45 
1555/16 + CONTACT/WARNED A SUBJECT FOR SLEEPING ON THE 
00 PUBLIC WALKWAY IN FRONT OF 6376 HOLLYWOOD BLVD. 
HE LEFT THE LOCATION WITHOUT INCIDENT. 
1610/16 CONTACT/WARNED THREE SUBJECTS FOR SITTING ON 
15 THE PUBLIC WALKWAY AND BLOCKING PEDESTRIAN 
TRAFFIC. THEY ALL COMPLIED AND STOOD TO THEIR 
PEET: 
1615/16 RADIO CALL AT TO ASSIST F-B-3 AT THE CABO CAFE. THE 
20 CALL WAS CANCELED PRIOR TO ARRIVAL. 
1635/17, OFFICE; UPDATED LOG INPUT. 
05 


BUSINESS CHECK AT 1747 CAHUENGA ( CVS PHARMACY 
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1715/17 
20 


1730/17 
35 


1835/18 
595 
2000/20 
10 


2030 


). WE CHECKED THE PARKING LOT FOR ANY LAMC 
VIOLATIONS. NONE OBSERVED. 


ASSIST B-6 AT 6126 HOLLYWOOD BLVD. REGARDING 
UKN. TROUBLE REGARDING A CROWD. 


BUSINESS CHECK AT SUNSET AND THE 101 FREEWAY 

( DENNY’S . WE WARNED THREE SKATEBOARDERS FOR 
SKATING ON THE PROPERTY. THEY COMPLIED AND LEFT 
THE LOCATION. WE ALSO CHECKED THE NORTHWEST 
PORTION OF THE LOT FOR SUBJECTS LOITERING AND 
TRASHING THE PROPERTY. NONE OBSERVED. 


OFFICE; UPDATED LOG INPUT. 

BUSINESS CHECK AT 6801 HOLLYWOOD BLVD. ( THE H 
& H PARKING STRUCTURE ). WE CHECKED SEVERAL 
LEVELS FOR ANY LAMC VIOLATIONS. NONE OBSERVED. 


END OF WATCH; ALL EQUIPMENT RETURNED IN GOOD 
WORKING ORDER. 
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